To:  Ngo,  Kim[Ngo. Kim@epa.gov];  Fanning,  Cynthia[fanning. cynthia@epa.gov] 

From:  Restivo,  Angela 

Sent:  Fri  8/14/2015  3:10:51  PM 

Subject:  FW:  GKM  - Update  on  Morning  Star  and  Farmington 


Good  news  below 


From:  McCasland,  Mark 

Sent:  Friday,  August  14,  2015  10:04  AM 

To:  Atkins,  Blake;  Brown,  Jamesr;  Crossland,  Ronnie;  Foster,  Althea;  Garcia,  David;  Hayes, 
Mark;  Ngo,  Kim;  Restivo,  Angela;  Rinehart,  Jon;  Smalley,  Bryant;  Webster,  Susan 
Subject:  GKM  - Update  on  Morning  Star  and  Farmington 


The  pump  is  ordered  and  is  supposed  to  be  “hot  shot”  delivered  to  the  site  by  tomorrow. 
The  2 cities  are  working  on  their  pipe  connections  and  the  tanks  are  ordered.  Mondy  is 
projected  date  for  completing  connection 
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